University of Toronto 
TORONTO, CANADA 


DEPARTMENT OF ENGINEERING PHYSICS 
ee 


re Douglas Generator Set 


Application made directly to Major Inwood of H.q. Staff for 


this equipment. This application was at once granted. 


Major Inwood sent letter to Captain Hilliar imstructing 


him to transfer same to me. 


The men in charge of the shop then moved this part of the 


equipment outside of the shop to ear mark the same for me. 


I indicated to Capt. Hilliar where the outfit was when 


checking up was in progress and asked him to see that letter 


from Major Inwood was sent with general list; this he undertook 
to do. 


I stopped the Superintendent's men from removging the 


Set when they were taking out the lathe and drill. 1 also placed 
my copy of letter from Major Inwood to Capt. Hilliar in Mr 
Campbell's pessession. 

I then partly dissembled the outfit in order to clean it 
up for class use. The part in the basement of the buiding was 


then removed unknown to me. 


University of Toronto 
TORONTO, CANADA 


DEPARTMENT OF ENGINEERING PHYSICS 


Man. cl, 199. 
Sir Robt. Falconer, 


President Univ. of Toronto 
Dear lir. President: 


re Douglas Generator Set. 

You do not state in your letter the name of the officer to 
whom Mir. Campbeli alleges he made application and I am quite at 
a loss to know who it was, certainly no one with authority. My 
application was made to Major Inwood, in presence of Major Fisher 
Major Inwood in turn instructed Capt. Hilliar to reserve the same 
for me. Sgt-Major Donaldson, who also had the outfit on his charge, 
and Corporals Wittle and Forbes who worked in the shop, all knew 
that this set had been reserved for me. Mr. Campbell's foreman 
made a list of the machinery in the shop that they wanted and 
did not include this piece. When I laid claim to the set and pro- 
duced a copy of the letter from Major Inwood to Capt. Hilliar, 
the Superintendent said nothing about wanting it himself, but 
kept the copy of os letter and later without notive sent his 


men to remove the set from the laboratory at a time when 1 was 


not present! 

As to the use that may be made of the set, let me say that 
the lighting load carried in my lecture room ( No. 25) alone is 
just double the maximum capacity of the generator. So far as 
commercial work is concerned the equipment is a toy and Mr. 


Campbell might as well suggest the use of a coal oil heater to 


heat one of the buildings. Further, why should it be necessary 
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to provide an emergency equipment when fhe have connection with 
the T. E. L. Co. for service whenever the University Plant is 
nob running? 

1 have already stated why 1 wanted this set. No piece of 
apparatus is absolutely essential although it may be very desi nae 
able. 1 consider this set quite as serviceable to me as any 


piece of equipment turned over by the R. A, F. is to the person 
who has obtained it. 


Yours sincerely, 


oA 


